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Private Advertisements and Miscellaneous 

Notifications 


GOVERNMENT AYURVEDA COLLEGE, 
T HIR IIVANANTHAPTJRAM 

SHORT TENDER NOTICE 

No. S1/5719/12/AVC. 1st September 2012. 

Sealed competitive tenders are invited for the 
installation of 35 new Fire Extinguishers and refilling of 
27 existing Fire Extinguishers in Government Ayurveda 
College and Sub-offices for the year 2012-13. 

Estimate Cost— ' 2,00,000. 

Tenders should be superscribed “installation of new 
Fire Extinguishers and refilling of existing Fire 
Extinguishers” addressed to the Principal, Govt. Ayurveda 
College, Thiruvananthapuram. The last date of the receipt 
of tenders will be at 3 p.m. on 5-10-2012. The late tenders 


will not be accepted. The tenders will be opened at 3.30 p.m. 
on 5-10-2012 in the presence of such of the tenderers 
or their authorized representatives who may be present 
at that time. 

Intending tenderers may on application to the 
Principal, Government Ayurveda College, 
Thiruvananthapuram to obtain tender forms on which 
tenders should be submitted. Application for the tender 
form should be accompanied by cash remittance of ' 416 
(cost of tender form ' 400 + VAT ' 16) which is the price 
fixed for a form and which is not refundable under any 
circumstances. Tender forms are not transferable. Sale of 
tender forms will be closed at 1 p.m. on 5-10-2012. 
Cheque, Postal Orders etc. will not be accepted towords 
the cost of forms. Those who wish to purchase tender 
forms by post shall send an additional amount of ' 50 
by Money Order to cover postal charges. Duplicate tender 
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forms, if required will be issued at ' 208 (cost of tender 
form ' 200 + VAT ' 8) per copy. 

Intending tenderers should deposit an amount of 
2,000 as Earnest Money Deposit by Demand Draft in 
favour of the Principal, Government Ayurveda College, 
Thiruvananthapuram together with an agreement in Kerala 
Stamp Paper worth ' 100. The rate quoted shall remain 
firm for acceptance till one year from the date of 
acceptance. The Principal, Ayurveda College, 
Thiruvananthapuram will have powers to postpone/cancel 
the tender. 

troloj oj cnamnjjfflo oioi. rarajcmjdStBqjra G<&>ocBg ssleijo 
rareoD^sruau) orunonjoo63i3g1ejjo njjtmlcra Fire Extinguishers 
aunonjlcBOjaTKmlaojo ablejoilejjgg Fire Extinguishers olacM 
nnj^jcmrailcnjo RrxgoojggojfflIroSaDlaDjo 3(3^ejocn)3cft>a3 

cMdSTT)1^|j6)cft,oggjanDj. 

630QOO 3(3<^ejoom2cft)gjo e<ft>oegs! Lcdla8aroV|og1ffla$ 

earoSo/lejoaDraimlraS (aj(S(3)^cft>o <&>ojo1ej0c9S)1 arulraSffluJOQ)® 
5 - 10 - 2012 , 3 asmlaiora aruacSnjlcOffloaijaTKmosrn. rarecmjfmfflan 
gijcffitssijeaarfldo 3.30 msmlces) 3(3<ieioaD2<ft>a8 aflimaoaojaruosmo 
(mjOcBffljaTKmocsjlolcSffljo. cmoatmoa^ cftioosmaioaoejjo 3(3^eioonj 
Go£ioo63i3a3 ffl6)ca>i20Oo nJOs1ejO(OTmtmoca.ianoi. odSneioaru 

O 3 6V) 6 6 

(BaO0O6313g2G>S Oll&JnJOD 5-10-2012 g^jCfficOS) 1 fflSTT)1c0«) (3130100)0 
ODlc9S)JOD«5)OSrn. Ga£)006313«3 «5>nJO«53fflO(3</)o (313) Q1C/3U21 139 01(3 
3(3<^£iocn) eaooorairnlsiag oileiGcoitesiouS ' 50 c&qsjtmraS 

asrrtlaodiarxS (313)00)1 arecaoQiGtesisnsOTiOcajjaDj. 3(3<ieiom)1ra5 
Gosijffl^sjfflimtolffllceffljaT) oilej aolaceajc&oS 3(3<^eioonj (3i3oa)1<ft> 
al^y ooksScOdJod (roles)®)! aqimraS aaj oidiniio ojaaocDjgg 
ta.oej<r»gojloDjgg1ro3 aogo oiajraimoaS ojoslepraimtmocaqcrnj. 
63(3J 3c3^&aT1)te)a^ Olfej ' 416 ( «0+VAT' 16), OD^njlGcOfflO 

Ga£ioo(3iml6)a3 oilei ' 208 . 

njjalnjlij 3(3riei0m) GciOOO(315)lGCn06)SOijJo 0010(31(301^ 

(mjcojoojocnn ' 2,000 ail ffljcu an am njjfflo rarajQffijdSeqjo Gcft> 0 Ggs 
LnilaSablrijoglfflaS GnJolraS cyj)sj(3im (.aiiOnrigjo ' 100 - 00 $ GcftiOg 
oruooruoooD ajtqoJirairaimlraS eo6U6)(jjsj(3i3)loQ) aoj a®(a)lffl2)a3jo 

nODS (00 GcBQ 6TB (510 61T) . n®6)8J)0fflJ aSSTBOJo iftOASTDo 
ta.0 61T)1 ceS)06HTO ODla 01)1 C0S1OGOD0 2)001 Ol CEO <000(1(1)0 999 
(313 col o03 o a o o)1aj ou od am njjao (3i3)0Q)j^eqj3 Gcftioegss 
LnilaSaDlojoglraS ooltMdlrdtmaooffllolcOffljo. 


SI. 

No. 

Description of Fire 
Extinguishers to be 
installed 

Capacity 

Required 

Nos. 

1 

C02 type 

2 kg 

18 

2 

C02 type 

5 kg 

11 

3 

Dry powder type 

2 kg 

3 

4 

Dry powder type 

5 kg 

3 


SI. 

No. 

Description of Fire 
Extinguishers to be 
refilled 

Capacity 

Required 

Nos. 

1 

C02 type 

2 kg 

4 

2 

C02 type 

5 kg 

8 

3 

Dry powder type 

2 kg 

4 

4 

Dry powder type 

5 kg 

11 



Total 

27 


Office of the Principal, 

Government Ayurveda College, (Sd.) 

Thiruvananthapuram. Principal. 


Total 


35 










